Pirfenex 


Pirfenex providing the ultimate 
solution for the treatment of 
idiopathic pulmonary fibrosis. 


(+919371020344 
Xa buypirfenex@gmail.com 
eh https://buypirfenex.com/ 
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About Us 


The ultimate solution for 
the treatment of 
idiopathic pulmonary 
fibrosis. 


Understanding 
Pirfenex 801 mg 
and How it 
Works? 


READ MORE 
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Pirfenex 801 mg is a medication used 
to treat a lung disease called idiopathic 
pulmonary fibrosis (IPF). The active 
ingredient in Pirfenex is pirfenidone, 
which is an anti-fibrotic agent that 
works by reducing the production of 
certain chemicals that cause 
inflammation and fibrosis in 

the lungs. 


READ MORE 
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IPF is a chronic and progressive 
lung disease that causes the 
formation of scar tissue in the 
lungs 
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Pirfenex 801 mg can slow 
down the progression of IPF 
and potentially improve lung 
function. 
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It has also been found to 
improve exercise tolerance 
and quality of life in these 
patients. 


Common Side Effects 


e nausea, 
e vomiting, 

e diarrhea, 

e loss of appetite, 
e weight loss, 

e skin rash 


Thank You 


See you again soon! 


pirfenex 


